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John Runkle [jrunkle@pricecreek.com] 
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Tarr, Jeremy M [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=98859532088e4437968231eb6fef6b70-jmtarrl] 
jim@ncwarn.org 
Veto H589 (Energy bill) 

Itr 7-12-17 to Gov Cooper on 589.pdf 


Jeremy -1 understand you are meeting with energy groups and industry about H 589. Here is the letter NC WARN sent 
to the Governor asking for a veto. It addresses the wind moratorium but also some of the other major flaws with the bill. 


John D. Runkle 

Attorney at Law 

2121 Damascus Church Rd. 

Chapel Hill, NC 27516 

919-942-0600 

irunkle@pricecreek.com 




